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UNCLASSIFIED 

PAGE 01 KUALA 06486 29I6I2Z 
ACTION HEW-06 

INFO OCT-OI EA-12 ISO-00 OES-07 /026W 

090569 30I033Z/I0 

R 290806Z JUN 78 

FM AMEMBASSY KUALA LUMPUR 
TO SECSTATE WASHDC 5929 

UNCLAS KUALA LUMPUR 6486 


Message Text 


E.O.II652:N/A 

TAGS: OGEN, ETRD, EIND, TBIO, MY 

SUBJECT: FDA ADVISORY - BOND DEFECT IN STERILE DISPOSABLE 
SHEATHS (RECALL T-IlO-8) 

REF: STATE I62I69 


EMBASSY CONTACTED MANAGER OF CORONA INTERNATIONAL WHO 
INFORMED US THAT THEY HAD RECEIVED RECALL LETTER AND 
ARE TAKING STEPS TO RETURN THE AFFECTED CONSIGNMENT 
TO THE MANUFACTURER. 
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